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V. Operator Examinations

9109250025 Notification of contract execution .task order 117 to, "Assistance to Support
Licensing Activities." Contractor: Sonaiysts.lnc.

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289-
1. 91/08/28. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 59201:118-
59201:122.

-9109250031 Ltr contract,NRC-03-89-031 .awarding task order 117, "Operator Licensing
Exams.Quad Cities Nuclear Power Plant."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 91/08/
22. PETERSEN.LR. Sonalysts, Inc. 4pp. 59201:119-59201:122.
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F. Security, medical, emergency & fire protection plans

9109190002 Rev & approval summary for Rev 4 to Emergency Implementing Procedure
El 6.8, "Backup & Suppl Meteorology." W/undated Itr.

BRUNET.J.R., ZIELINSKI.K. Consumers Power Co. 91/01/04. 11pp. 59166:224-
59166:234.

9109050141 Rev 6 to Emergency Implementation Procedure EI-6.0, "Offsite Dose Cal-
culation & Recommendations for Protective Actions," reflecting EI-91-024.

* Consumers Power Co. 91/05/08. 11pp. 59030:238-59030:251.

9109050171  Rev & approval summary to Rev 4 to Emergency Implementation Proce-
dure EM 6.1, "Maint of Emergency Equipment," consisting of revised table of con-
tents.

* Consumers Power Co. 91/08/12. 13pp. 59020:172-59020:184.

9109050206 Rev 11 to Emergency Implementation Procedure EI-3, "Communications &
Notifications," consisting of MRN-EI-91-021,rev & approval summary & revised table
of contents.

* Consumers Power Co. 91/08/12. 11pp. 59019:340-59019:352.

9109190026 Rev & approval summary for Rev 2 to EM 5.2, "Communications Test"
consisting of corrected cover sheet to table of contents.W/undated Itr,
BRUNET.J.R.,  ZIELINSKI.K.  Consumers  Power Co.  91/08/12.   11pp.  59141:180-
59141:190.

9109260037 Rev 0 to Emergency Implementation Procedure EM 2.3, "Search & Rescue
Team Responsibilities," including rev & approval summary reflecting periodic review.
GADDIE.K., BECKMAN.W.L, REAVY.C.R. Commonwealth Edison Co. 91/08/12. 7pp.
59204:092-59204:098.

9109050180 Rev 13 to Emergency Implementing Procedure El-2.1, "Emergency Ac-
tions/Notifications/Responsibilities," reflecting MRN-EI-91 -014.

* Consumers Power Co. 91/08/28. 6pp. 59030:324-59030:331.

9109050185 Rev 0 to Emergency Implementing Procedure EI-4.4, "Maint Support Ctr,"
reflecting MRN-91-006.

* Consumers Power Co. 91/08/28. 6pp. 59029:196-59029:204.

9109050187 Rev 3 to Emergency Implementing Procedure EI-5, "Reentry," reflecting
MRN-EI-91-029.

* Consumers Power Co. 91/08/28. 5pp.'59029:247-59029:253.

9109050193 Rev 3 to Emergency Implementing Procedure EI-7,0, "Emergency Post Ac-
cident Sampling Decision Process." reflecting Technical Change Notice TCN-EI-91-
008.MRN-EI-91-038 & MRN-EI-91-039.

* Consumers Power Co. 91/08/28. 11pp. 59029:182-59029:195.

9109050219 Rev 5 to Section 6 of site emergency plan.Figure 6-1, "Palisades Plant
Normal Notification Chain," reflecting editorial change.

* Consumers Power Co. 91/08/28. 2pp. 59019:353-59019:354.

9109050172  Rev 6 to Emergency Implementing Procedure EI-4.3, "Emergency Oper-
ations Facility Activation," reflecting MRN-EI-91-026.

* Consumers Power Co. 91/08/29. 8pp. 59030:313-59030:322.

9109050209 Rev 9 to Emergency Implementation Procedure EM 5.1, "Training & Drills,"
Attachment 1 "Palisades Site Emergency Plant Training Matrix," reflecting editorial
changes.

* Consumers Power Co. 91/08/29. 3pp. 59020:168-59020:171.

9109120068 Rev 3 to EPIP EI-2.2, "Emergency Staff Augmentation." W/ undated Itr.
ZIELINSKI.K. Consumers Power Co. 91/08/30. 5pp. 59104:007-59104:012.

9109180053 Rev 3 to site emergency plan App E, "General Equipment in Emergency
Kits."
DAWSON.M. Consumers Power Co. 91/09/06. 3pp. 59136:301-59136:303.

9109180056 Rev 16 MRN El-91-019 to EPIP EM, "Activation of Site Emergency Plan/
Emergency Classification."

*  Consumers Power Co. 91/09/06. 3pp. 59139:349-59139:351.

9109180059 Rev 0 to rev & approval summary to App I, "NUREG-0654 Crossconfer-
ence."
DAWSON.M. Consumers Power Co. 91/09/06. 3pp. 59136:298-59136:300.

9109180066 Rev 2 to MRN EM 5.3 to EPIP EM5.3, "Post-Accident Sample Monitoring
Sys Operator Training."
RIDLEY.J. Consumers Power Co. 91/09/06. 3pp. 59136:314-59136:316.

9109260031 Rev & approval summary for Emergency Implementation Procedure EI-2.2,
"Emergency Staff Augmentation" & EI-7.1, "Post Accident Sampling - PCS Liquid/
Gas Containment Air,1'reflecting period review.W/undated Itr.
ZIELINSKI.K. Commonwealth Edison Co. 91/09/06. 5pp. 59217:223-59217:227.

9109110123 List of effective pages from Vol 1 of Chapter 15 to EPIPs.

* Consumers Power Co. 91/09/11. 2pp. 59100:240-59100:241.

9109260032 Rev 42 to General Ofc Emergency Planning
Index.reflecting periodic approval.W/undated Itr.
LENROD.K., ZIELINSKI.K. Commonwealth Edison Co. 91

59217:222.

GORT/EOF Procedures
91/09/13. 3pp. 59217:220-

9109250252 Rev 26 to GORT/EOF Procedures App G, "Emergency Telephone Num-
bers." W/undated Itr.
ZIELINSKI.K. Consumers Power Co. 91/09/17. 12pp. 59208:198-59208:209.

9109250256 Rev 13 to EPIP EI-2.1, "Emergency Actions/Notifications/ Responsibil-
ities."
ZIELINSKI.K. Consumers Power Co. 91/09/18. 8pp. 59203:191-59203:197.

9109260035 Rev 6 to Emergency Implementation Procedure EI-8, "Onsite Radiological
Monitoring."

*  Commonwealth Edison Co. 91/09/19. 3pp. 59204:089-59204:091.

K. Utility Final Safety Analysis Report (FSAR) & amends

9109110064 Forwards errata to Rev 12 of FSAR update to incorporate list of effective
pages.Page 31 of 40,Hgure 11-4 Sh 1,Rev 6 & Figure 11-5 Sh 1A,Rev 12.
SLADE.G.B. Consumers Power Co. 91/08/30. Document Control Branch (Document
Control Desk). 1p. 59086:318-59086:325.

-9109110073 Errata to Rev 12 of FSAR update.incorporating list of effective
pages.Page 31 of 40,Figure 11-4 Sh 1,Rev 6 & Figure 11-5 Sh 1A,Rev 12.

*  Consumers Power Co. 91/08/30. 6pp. 59086:320-59086:325.

9109130101 Forwards list of effective pages for annual page verification of plant FSAR.

*  Consumers Power Co. 91/08/30. Document Control Branch (Document Control
Desk). 41pp. 59107:286-59107:326.

P. Operating license stage documents & correspondence

9109240312 Summary of ACRS Subcommittee on FTOL Conversion 901205 meeting in
Bethesda.MD re conversion of provisional operating license to FTOL for plant.
SIESS.C. ACRS - Advisory Committee on Reactor Safeguards. 90/12/21. ACRS - Ad-
visory Committee on Reactor Safeguards. 43pp. 59214:143-59214:185.

9109040114 Informs NRC of util intention to change commitment previously conveyed
to NRC re frequency of preventative maint on Post Accident Sample Monitoring Panel
at facility.

SLADE.G.B. Consumers Power Co. 91/08/28. Document Control Branch (Document
Control Desk). 2pp. 58996:313-58996:314.

9109060058 Notification of 910910 meeting w/util in Rockville.MD to discuss request for
non-code repair to containment air coolers at plant.

HOLIAN.B. Project Directorate IIM. 91/08/30. MARSH.LB. Project Directorate 111-1.
2pp. 59010:054-59010:055.

9109100261 Responds to NRC 910712 Itr transmitting NRC evaluation of util response
to six seismic design issues noted in NRC review of integrated plant safety assess-
ment rept for SEP Topic III-6.

SLADE.G.B. Consumers Power Co. 91/09/03. Document Control Branch (Document
Control Desk). 2pp. 59082:355-59062:356.

9109120203 Forwards request for addl info to complete fluence estimate review.
HOLIAN.B. Project Directorate IIM. 91/09/03. SLADE.G.B. Consumers Power Co.
4pp. 59087:022-59087:025.

9109190009 Forwards proposed request for relief from ASME Boiler & Pressure Vessel
Code,Section XI to repair containment air cooler.Air cooler coil manifold to tube con-
nections brazed & difficult to access for repair.

SLADE.G.B. Consumers Power Co. 91/09/09. Document Control Branch (Document
Control Desk). 8pp. 59141:213-59141:220.

9109190031 Forwards latest revs to NPDES Permit Ml OOOl457.Rev allows continuous
chlorination of svc water sys & deletes obsolete requirement for boron waste charac-
terization study.

SLADE.G.B. Consumers Power Co. 91/09/09. Document Control Branch (Document
Control Desk). 20pp. 59141:221-59141:240.

9109200332 Notification of contract execution.mod 1 to task order 16, "Nuclear Power
Reactor Operations.Mods & Maint Insp Svcs." ContractorParameter.lnc.
DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN L-
1342-0. 91/09/12. SCHWINK,W.S. Planning, Program & Management Support Branch
(Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p. 59157:331-
59157:334.

-9109200351 Ltr Contract NRC-03-89-027,mod 1 to task order 16, "Nuclear Power Re-
actor Operations.Mods & Maint Insp Svcs," under contract.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1342. 91/09/12.
LOFY.R.A. PARAMETER, Inc. 1 p. 59157:332-59157:334.

9109180232 Notification of 910923 meeting w/util in Rockville.Md to discuss Palisades
incore analysis submittal re PIDAL/INCA changeover & corresponding uncertainty
analyses.

HOLIAN.B.E. Project Directorate III-3. 91/09/13. MARSH.LB. Project Directorate III-3.
3pp. 59133:353-59133:355.

9109230207 Withdraws 910325 application for amend to license revising TS 4.5.2 re
local leak detection tests due to inadequate justification for not performing seal test.
HOLIAN.B. Project Directorate IIM. 91/09/13. SLADE.G.B. Consumers Power Co.
2pp. 59187:030-59187:031.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.,determined that differential pressure could not
